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three litres of new barm to every ten hectolitres of beer, and this
addition should be made just before bunging the casks.
In bitter beers, the development of the sarcine can be remedied
within a certain limit by adding 30 grammes or so of hops per
hectolitre, the hop acting as an antiseptic as regards sarcine. Waters
containing the fungoid growth known as Beggiatoa alba usually give
off the characteristic odour of sulphuretted hydrogen. They are
then unfit for brewery purposes. It is indispensable, therefore, to
have a water free not only from organic matter but from micro-
organisms, and this must be done by a thorough preliminary filter-
ing, or better still by complete sterilisation.